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TON MODEL 


Cap. Han- 
Tons Low Lift Ext. High Wt. dle 
1% Model in. in. in. in. Ibs. No. 

4 £1.7D 7 54%4.2 14% 11 1 


Consider 
These Features 


All Hein-Werner Hydraulic Jacks are TESTED 
at 114 times their rated capacity. 


These jacks are SAFE .. .. cannot lower 
accidentally. Handle must be removed from 
pump to open release valve. 


Pin locked handle fits into balanced center 
socket, 


Large sled base provides good foundation, 
even under adverse road conditions. 


All models can be operated in either vertical 
or horizontal position. 


Heavier models can also be used for axle 
straightening, bending, or for industrial use. 


Factory tested, attractively finished — and all 
carry the regular Hein-Werner guarantee. 


HYDRAULIC JACK 


® New design incorporates universal hook that can 


be quickly and easily positioned. 


® Pull hook up under bumper 
seats itself in proper notches of 
easy strokes on the handle — 
clears road or floor. 


® Handles 99% of all current 


model passenger cars — quickly 
— easily — safely. 
® No need to get on knees... 


No crawling under car ... Mo- 
torist can stand up to position 
and operate this hydraulic jack. 


® Even a 
youngster can 
position this 
jack and raise 
car in less than 
one minute... 
Lower and re- 
move in less 
than five sec- 
onds. 


® Choice of 
two models. 





Model 1.18A—(Light) 


Model Capacity 
= ae Ibs. 


Heavy 1.21A; 3000 


Light 1.18A 


3000 


arm. It instantly 
swivel top. A few 
and wheel of car 





Model 1.21A—(Heavy) 


| Hyd. | Extreme | Wt. 
Low | Lift High 


Lr” 3542” 


1151%4"| 3334” 





PRINTED IN U.&.A. 


1A Complete Line...Built Right...Priced Right 





; ; Cap. Low Lift Ext. 
Low Lift High Wt. Handle Low Lift Ext. High Wt. Handle an Model in. in.- in. 


ae Model in. in. in. Ibs. No. Tons Model in. in. in, in. Ibs. No. E128A 8 5 3 
? 295A 9% 7 16% 13 2 A E5.9A 9 6%43 18% 24 5 1? : 


EF1290A 9 5% 3 
0 


E5.10A 10 7 3 ZA if 7 


Packed 6 to a Case 


Cap. Low Lift Ext. High Wt. Handle map. Model — — ce a he wane . , : 

Tons Model in. in. in, in. Ibs. No. Low Lift Ext. High Wt. 
; E7.9A 9 6% 43% 195% 281% 7 ; 1 0 16 45 

3 E3.10A 10 73% 2 19% 19 3 ot ae ae = 


E7.11A 11 8 4% 23% 32 7 





